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EFUA'S  Gross  Negligence  at  Gold  King 


Town  Hall 

The  Gold  King  blowout  was  predictable  and  preventable.  The  mine  was  leaking  slightly  polluted  water,  but  the 
problem  was  not  serious  and  was  being  ... 

Gold  King  spill  improving,  but  it  remains  a problem  - The  Durango  Herald 

EPA  plans  water  treatment  system  for  Gold  King  mine  - The  Weather  Space 

Critics  of  carbon  regulations  using  mine  spill  to  skewer  EPA  - San  Angelo  Standard  Times 
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Fish  show  few  signs  of  poisoning  from  Colo,  mine  spill 

USA  TODAY 


EPA  and  contract  workers  accidentally  unleashed  3 million  gallons  of  contaminated  wastewater  as  they 
inspected  the  idled  Gold  King  Mine  north  of ... 
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Utah  officials  lift  San  Juan  River  advisories  for  irrigation,  ranching  in  mine  spill 

Salt  Lake  Tribune 

A spill  containing  lead  and  arsenic  from  the  abandoned  Gold  King  Mine  in  ...  The  spill  was  caused  by  a mining 
and  safety  team  working  for  the  EPA. 

New  Mexico  rivers  polluted  by  mine  waste  reopen  for  drinking  water  intakes  - Business  insider 
Full  Coverage 
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Bennet  will  back  Good  Samaritan  law 


The  Durango  Herald 

The  Gold  King  Mine,  now  infamous  for  polluting  the  Animas  River,  is  one  of  many  mines  near  Silverton  that 
have  been  oozing  heavy  metals  for  years. 
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nIs  to  Acknowledge  It  Coerced  Mine  Owner  to  Grant  Access 

Breitbart  News 

The  Environmental  Protection  Agency  isn't  responding  to  claims  by  Todd  Hennis,  owner  of  the  Gold  King  mine 
in  Colorado  that  the  agency  coerced  ... 
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Myth  of  mine  safety  exposed  on  the  Animas 

Duluth  News  Tribune 

5,  at  the  abandoned  Gold  King  mine  in  southwest  Colorado,  a U.S.  Environmental  Protection  Agency  cleanup 
team  inadvertently  unleashed  into  a ... 
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'Get  off  our  land!':  John  McCain  chased  off  reservation  by  angry  Navajo  Nation 


activists 


Raw  Story 

John  McCain  (R-AZ)  was  chased  off  of  Navajo  land  by  a group  of  activists  who  are  angry  over  the  Gold  King 
Mine  spill,  which  has  contaminated  river ... 
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Utes  bless  the  Animas 


The  Durango  Herald 

A contract  crew  for  the  Environmental  Protection  Agency  accidently  released  about  3 million  gallons  of  metal- 
laden water  from  the  Gold  King  Mine  in  ... 
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Is  our  government  on  our  side? 

Shelbyville  Times-Gazette 

Last  Wednesday,  the  Animas  River  in  Colorado  was  filled  with  three  million  gallons  of  toxic  orange  wastewater 
from  the  Gold  King  Mine. 
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Gold  King  Mine  Data,  August  15,  2015 

Environmental  Protection  Agency 

To  assess  the  impacts  of  the  release  at  the  Gold  King  Mine,  water  quality  samples  were  collected  at  four 
locations  for  24  metals.  Each  surface  water ... 
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